Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 070068 

20 

ORIGIN COME-00 

INFO OCT-OI AF-06 ISO-00 EB-07 /0I4R 

DRAFTED BY COM/OIM/SAD/RPETERSON/CLS 

APPROVED BY EB/OCA/REP/EMCKEON 

COM/OIM/SAD/JMURRIN 

COM/OIM/AFR/TEIEDLER 

COM/OIM/EM/GCLAUSEN 

EB/OCA/BR/IAWILLIAMSON 

AF/EPS/LMWHITE 

0I77I8 

R 272349Z MAR 75 
FM SECSTATE WASHDC 
TO AMEMBASSY ADDIS ABABA 
AMEMBASSY NAIROBI 

UNCLAS STATE 070068 

E.O. 11652: NA 
TAGS: BEXP.XA 

SUBJECT: CATALOG EXHIBITION, HEALTH CARE INDUSTRIES 
APRIL 1975 

1. INDUSTRY TECHNICAL REPRESENTATIVE (ITR) FOR SUBJECT 
EVENT IS JOHN G. DE NIKE, AIA, ASSOCIATE DIRECTOR OF STONE, 
MARRACCINI AND PATTERSON (SMP), SAN FRANCISCO, ARCHITECTS 
AND PLANNERS. DE NIKE IS CHIEF, DIVISION OF SPECIAL 
EQUIPMENT PLANNING, RESPONSIBLE EOR EVALUATION, 

SELECTION AND SPECIFICATION OF EQUIPMENT AND SYSTEMS IN 
HOSPITAL AND HEALTH EACILITY PROJECTS. BORN 1923 HAS B.A. 
DEGREE IN ARCHITECTURE FROM RENSSELAER POLYTECHNIC 
INSTITUTE. BIO DATA AND PHOTO AIRMIALED TO POSTS TODAY. 

2. DE NIKE ETA NAIROBI SUNDAY APRIL 13 AT 0320 HOURS 
FLIGHT BA-061 FROM LONDON. ETA ADDIS ABABA SUNDAY APRIL 20 
AT 1600 HOURS FLIGHT AI-212. REQUEST POST AT ADDIS ABABA 
MEET AT AIRPORT. 

3. REQUEST POSTS RESERVE SINGLE ROOM WITH BATH MODERATE 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 070068 

RATE FOR DE NIKE AND CABLE OIM/SAD NAME OF HOTEL AND RATE. 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


INGERSOLL 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 27 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE070068 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OIM/SAD/RPETERSON/CLS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 09-0054 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975038/aaaaagyu.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 JUN 2003 by RuthemTJ>; APPROVED <02 MAR 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CATALOG EXHIBITION, HEALTH CARE INDUSTRIES — APRIL 1975 

TAGS: BEXP, XA 

To: ADDIS ABABA NAIROBI 

Type: TE 
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